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Air  Conditioner  Cover  Co. 
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612  439-0467 
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already  well 
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I  Please  allow  30  days  for  the  start  of  your  subscription.  PRO  177 


For  more  data,  circle  No.  105  on  card. 


330 


November/December  1977 


